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38.  (Continued)

As shown, minor test points are sequenced
alpha-numerically. Typical examples of minor
test points are signal injection and output
points of a stage/circuit for a check or
measurement of gain, specific voltage and
resistance test points, and other points
used in checking for a trouble in any
specific circuit.

The Minor Test Points table in section IV of
the MIM is arranged in sequence by major

units.

Refer to the Minor Test Points table; list
the reference designation for each, of the
test points listed below.

TEST POINT

a.

REF. DESIG.

c.  (B9

d.

INDICATION

81kHz sine wave

composite video

resolver sweep

set-reset
flip-flop

50
al  enclosed  in a  circle,   as   shown  in  the
